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Van Electrical Wiring Diagram 

200W of solar power oombined wdh ihe vehicle alternator to 
power hghts, running water, a relngerator and power outlets 
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2x Photon 
PM008 
8W 12V 
Solar Panels 
in $«r>05 

O67A024V 
16W total 





SOLSUM 10 10F 
10A 12/24V 
Charge 
Controller 


bus 

bar 


"Watt's Up" 
Vdt/Amp Meter & 
Power Analyzer 
WU100 Version 2 



Off-Grid 

Demonstration 

System 


RCMWill RCI-400MS 
400W DC To AC 
Power Invertor 
with Power Protection 
and Alarming 


Cooper Bussmann 
6 ATC fuse panel 
with quKk-connect 
terminals 



Oor ma n/Conduct-Tito 
20 Amp blue glow 
rectangular jumbo 
rocker switches 



3x 12V 7Ah Sealed 
Lead Acid Rechargeable Batteries 
in parallel ~ 21Ah$>12V total 


http://AndersonAlternative.com 


12V OC 
LOADS 


120V AC 
LOADS 

























































ParkedlnParadise.com/electrical 


Terminal Rings 
MC4 Connectors 


j * Battery Terminal Connectors 
Fuse Holder 
























